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NOTE FOR: Acting Chief, Real Estate and Construction Division, OL 


STATINTL FROM: 
Bxecutive Officer, OL 
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Re yous eS on Ol procurement of a third 2500 kw 
generato Sing recurring reimbursables, the following 
observations are made: 


~- Any reprogramming in excess of 100k will require 
O/Compt approval. 


-- The third generator has been added to the list 
of OL 78 unfunded requirements which already 
total $1,300,000. 


~~ If we had all this surplus, why did we put the -) 
“poor mouth'' on NPIC for ‘78 after hours charges. 
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